From: 

Sent: 

To: 

Subject: 


Stevenson, Allan (DPH) 

Monday, June 23, 2008 1:51 PM 

Salem, Sharon (DPH); Hanchett, James (DPH) 

FW: [Tugrep-I] VOICE MAIL SYSTEM WILL BE DOWN 


-Original Message- 

From: tugrep-l-bounces@oit.umass.edu [ mailto:tugrep-l-bounces@oit.umass.edu ] On Behalf Of Joan Bonner 

Sent: Monday, June 23, 2008 12:47 PM 

To: tugrep-l@oit.umass.edu ; harlev@theater.umass.edu 

Subject: [Tugrep-I] VOICE MAIL SYSTEM WILL BE DOWN 

Tug Reps: 

The Voice Mail System will need to be taken down to resolve the pending issues. The system will come down at 1:30 pm 
and will be down approximately 30-45 minutes. Please notify your staff. 

I apologize for the inconvenience. 

Joan 


Joan M. Bonner 
Voice Processing Coordinator 
University of Massachusetts - Amherst 
101 University Drive, Suite B-1 
Amherst, MA 01002 
413-545-5702 - office 
413-545-4656 - fax 
ibonner@oit.umass.edu 

http://telecom.oit.umass.edu/voice mail/ 


Tugrep-I mailing list 

Tugrep-l@oit.umass.edu 

https://list.umass.edu/mailman/listinfo/tugrep-l 
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